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A Case of Wanting 
the Best— 
and Getting It! 


Superior quality and efficiency count for most when 
you deal with plumbing equipment. Mr. Decker 
says that’s why the owners of the new Eitel Hotel 
selected Sloan Flush Valves. Hundreds of archi- 


It makes no difference what type or make of tects, from every corner of the country, specify and 
toilet fixtures are used—if t ey require us ing, 
Sloan Flush Valves will increase their efficiency. recommend them for the same reason. 


SLOAN VALVE COMPANY 


CHICAGO 


E. C. WHALEN W. J. DRISCOLL E. C. FALLEIN Ss. D. COCHRAN 
301 Security Building 471 Monadnock Building 315 U. S. Natl. Bank Building 1426 L. C. Smith Building 
Los Angeles, Calif. San Francisco, Calif. Denver, Colo. Seattle, Wash. 


Branches in All Principal Cities of the United States and Canada 
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FIRST FLOOR PLAN 
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THE - PASADENA : PUBLIC - LIBRARY ————————_—— 
| PASADENA . CALIFORNIA 

MAYRON HUNT © H.C CHABBLRS ~ ARCHITECIS ~ LOS ANGELES | 


THE HOUSING OF LIBRARIES 


{ BY HARRIS ALLEN, A.1.A. } 





yi THERE is any virtue in logic, 

BM the function for which a building 
is intended should be expressed in 
its architecture. This statement, 
of course, is trite—is axiomatic 
—is almost fundamental. It is, 
nevertheless, one of the most frequently violated 
of architectural tenets. 

A library is of necessity a record of the past; 
a collection of the recorded history of the human 
race, of mind and matter. It is certainly logical 
to clothe such archives historically—employing 
the principles of pure design, proportion, fenes- 
tration, scale, to express properly and beauti- 
fully the functional nature of the building— 
rather than to interpret the contemporancous 





type of construction. The latter method may not 
be incompatible with the expression of many 
uses of a library; but it cannot possibly alter the 
scope and meaning of its contents. 

All of which is a prologue, admittedly the 
record of personal reactions, to stating that the 
new Pasadena Public Library comes near to be- 
ing a triumph of architectural design. 

It is not classical in the senseof being archcolog- 
ical, but classical motives have been used in a 
manner peculiarly appropriate to California tra- 
ditions, to the California climate. There is 
dignity, even nobility, in mass and proportion; 
the requirements of library use are admirably 
suggested, even to the seclusion, the quict, 
sought by the student, which are intimated by 







































Patio Colonnade, Pasadena Public Library 
Myron Hunt and H. C. Chambers, Architects 


the entrance court and its high sheltering wall. 

Seldom do we sce a large building with such 
essential unity of design (both in plan and 
facade), each of whose many elements is an in- 
tegral part of the whole, each in itself a fine bit 
of composition; from every angle, a picture; 
every detail, every ornament, appropriate and 
satisfying. The color, the texture, are varied, 











| Circulation Room, Pasadena Public Library 
Myron Hunt and H. C, Chambers, Architects 
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yet harmonious. It is interesting to know that 
the exterior plaster color is in two tones, lighter 
on north surfaces. Some forty samples were tried 
out, one being found finally which produces a 
pinkish shadow, but seen in sunlight looks 
much like English gray; a color warm on over- 
cast days, but cool in summer. 

To solve the problems of such a complicated 
organization, so large a building, with'a one- 
story plan, is a feat worth comment. Study of 
the scheme showed that monumental stairs and 
hallways must be eliminated, including eleva- 
tors, entrance lobbies, and so on. The result has 
been a great room 33 feet wide, 45 feet high, 
204 feet long, which combines all the above fea- 
tures with those of library administration, and 
from which radiate the other departments of the 





Detail, Los Angeles Public Library 


Bertram Goodhue and Associates, Architects 





building. This room is extraordinarily impres- 
sive from its great length and height fe the 
effective use of material and color. From a prac- 
tical standpoint it is equally successful. It, as 
well as the other large rooms required, has been 
prepared for restful acoustics by the use of cork 
floors, acoustic plaster walls, and wooden ceil- 
ings whose panels are of an acoustic materia] 
made by grinding up sugar-cane stalks. The 
quantities of all these acoustic materials were 
carefully figured by experts to produce the 
proper shortening of the period of echo. The 
final checking by Prof. Burt of the California 
Institute of Technology was extremely favorable. 

The stack room being obviously the center of 
library functioning, it developed that the scheme 
of this one-story building is really a group of 


[Concluded on page 55] 
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ABOVE—SECOND FLOOR PLAN, BELOW—BASEMENT FLOOR PLAN; PASADENA PUBLIC LIBRARY, 
PASADENA, CALIFORNIA. MYRON HUNT AND H. C. CHAMBERS, ARCHITECTS 
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CIRCULATION ROOM, PASADENA PUBLIC LIBRARY, PASADENA, CALIFORNIA 


MYRON HUNT AND H. C. CHAMBERS, ARCHITECTS 
Photo by W. M. Clarke 
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PASADENA, CALIF. 





PASADENA PUBLIC LIBRARY, 





EAST END; 







RIGHT 





WEST END, 
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C. CHAMBERS, ARCHITECTS 


PATIO ENTRANCE, PASADENA PUBLIC LIBRARY, PASADENA, CALIFORNIA 
MYRON HUNT AND H., 
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MANTEL IN BOYS AND GIRLS ROOM; PASADENA PUBLIC LIBRARY, PASADENA, CALIFORNIA 
MYRON HUNT AND H. C. CHAMBERS, ARCHITECTS. MAUD DAGGETT, SCULPTOR 


f 
PRESENTED BY THE SCULPTOR IN MEMORY OF HER PARENTS, MR. AND MRS. CHARLES DAGGETT ) 


Photo by Mott Studios 
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FLOOR PLANS, HENRY E. HUNTINGTON LIBRARY, PASADENA, CALIFORNIA 
MYRON HUNT, ARCHITECT (MYRON HUNT AND H. C. CHAMBERS) 
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ENTRANCE DETAIL, HILL AVENUE LIBRARY, PASADENA, CALIFORNIA 
MARSTON, VAN PELT AND MAYBURY, ARCHITECTS 


t 
k 


Photo by George Haight 
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INTERIOR DETAIL, HILL AVENUE LIBRARY, PASADENA, CALIFORNIA 
MARSTON, VAN PELT AND MAYBURY, ARCHITECTS 
Photo by George Haight 
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PATIO, HILL AVENUE BRANCH LIBRARY, PASADENA, CALIFORNIA 
MARSTON, VAN PELT AND MAYBURY, ARCHITECTS 


Photos by George Haight 
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LOS ANGELES PUBLIC LIBRARY, LOS ANGELES, CALIFORNIA 


BERTRAM GOODHUE, ARCHITECT, CARLETON M,. WINSLOW, ASSOCIATE 


Photo by Mott Studios 
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DETAIL ENTRANCE, LOS ANGELES PUBLIC LIBRARY, LOS ANGELES, CALIFORNIA 
BERTRAM GOODHUE, ARCHITECT; CARLETON M. WINSLOW, ASSOCIATE 


Photo by Mott Studios 
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CHILDREN S$ ROOM, LOS ANGELES PUBLIC LIBRARY, LOS ANGELES, CALIFORNIA 


BERTRAM GOODHUE, ARCHITECT; CARLETON M. WINSLOW, ASSOCIATE 
Photos by Mott Studios 
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HOUSES FOR COSMOPOLITAN BUILDING AND LOAN ASSOCIATION, OAKLAND, CALIF. GEO. H. ELLINGER, ARCHITECT 


THE ARCHITECT IN THE SPECULATIVE BUILDING FIELD 


{BY J. L. MEEK} 


NMISTAKABLE evidence that educa- 
tional work in the interest of good 
architecture and architectural service, 
furthered by the public press and such 
organizations as the Small-House Plan 
Service of Los Angeles, United States 
Small-House Service Bureau, Inc., and 
the Community Arts Association of 
Pasadena, is bearing fruit, lies in the growing tendency 
among speculative builders to employ an architect to de- 
sign groups of houses for them. This growing practice 
gives the architect entrance to a field whose activities 
comprise easily 95 per cent of the home-building opera- 
tions of the country, for it is estimated that only 
5 per cent of the private dwellings annually erected in the 
United States are planned and constructed under the 
supervision of an architect. Within this speculative field, 
the sales price of homes runs from as low as $2,000 to 
$15,000 and $20,000, and in some cases up to $100,000. 

It has been particularly difficult for the architects to 
reach the speculative builders, because their operations 
are conducted upon such a narrow margin of profit that 
their only salvation appeared to lie in rigid standardiza- 
tion of costs and materials and elimination of all expenses 
not absolutely necessary. Employment of an architect 
was and still is, to the average speculative operator, a 
criminally useless extravagance, for the average success- 
ful builder cherishes an abiding faith in the safety of half 
a dozen stock designs, repeated at judicious intervals and 
varied only slightly. 

But within the past five years there has been a visible 
tendency among the larger and more successful builders 
in Western cities to have blocks and larger groups of 
homes planned in an architect's office. Westwood Park in 





San Francisco and the operations of R. C. Hillen of Oak- 
land are among some of the more extensive home district 
developments in Northern California handled in this 
manner. Doubtless there are others of equal or greater 
scope and merit in other districts and cities. The move- 
ment on the part of the builders is quite voluntary and 
constitutes proof of the awakened public consciousness 
and demand for homes embodying essential principles of 
correct architectural design, as well as substantial mate- 
rials and good workmanship. 

There are practical monetary advantages to the builder 
and purchaser of such homes, which the architect who 
may be approached on such work will do well to bring 
to the attention of his prospective client. The fact that 
the houses have been designed by an architect of good 
standing with a view to obtaining individualized exte- 
riors is a talking, sales and advertising point that weighs 
heavily with the home-buying public. No matter how 
practically and prosaically minded a home purchaser is, 
he hardly relishes the thought that his home ts precisely 
like every other one in the block. To the average woman 
the idea is an abomination. Individuality, distinctiveness 
and variety have a sure-fire appeal. 

Variety and interest will be coupled with harmony of 
the whole and a pleasing relationship between the indi- 
vidual units, through the skill of the architect. These 
factors make for stabilization of values, for no one house 
will achieve notice or false sales value by reason of 
effects or devices not in keeping with sound architectural] 
design. The house that does attract attention by viola- 
tion, rather than original, balanced expression, of ac- 
cepted architectural principles, invariably presents a most 
distressing appearance when depreciation sets in. Its de- 
preciation detracts from the value of the house on either 
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side of it, and from the whole street. Thus by buying into 
a block where the architecture is uniform in standard, the 

urchaser protects himself against depreciation losses 
aos his control. 

Inasmuch as the speculative builder, employing an 
architect, would be erecting sizable groups of homes, the 
charges for architectural service can profitably be figured 
on a volume basis. The cost of this item on no one house 
would be so great as to make any objectional difference 
in the selling price, and these factors serve the purposes 
of all parties concerned—architect, builder and buyer. 


We show herewith several plates, illustrative of work 
among Northern California architects along the lines 
discussed. Angus McSweeney's houses for Louis Heil- 
man, San Francisco builder, are of the attached variety, 
common to the Bay city, and are on 25-foot lots. Mc- 
Sweeney's work, all factors of the case considered, shows 
individual and collective merit. The general excellence of 
the group is very striking, in contrast to the indiffer- 
ently planned and poorly harmonized construction on the 
opposite side of the street and in adjoining blocks, yet in 
selling from $10,500 to $13,500 these good-looking homes 
are not selling in excess of other new, speculatively built 
dwellings in the immediate neighborhood. 

Architect George Ellinger had still narrower price 
limits to keep within in his group of homes for the Metro- 
politan Building and Loan Association of Oakland, 
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selling from $6,500 to $7,500. He has done a notably good 

job with the facilities available, and has demonstrated 

what an architect can accomplish in work of this type. 
* * * 


NEW AND RECENT BOOKS* 


Il Giardino Italiano ({talian Gardens), by Luigi Dami. 
(Limited ed.) 350 pages of photographic illustrations. 
Size 10x14. Bound (mmBT), Price, $22.50. 

Le Fontane D' Italia (Fountains of Italy), by Arduino 
Colasanti. (Limited edition.) 306 pages of photographs 
of the most famous and beautiful fountains of Italy. 
Size 10x14 inches. Bound (mmBT), $22.50. 

Italian Renaissance Architecture, by Gromort. (182 pages.) 
A short historic and descriptive account with a series of 
110 photographs and measured drawings and 45 illustra- 
tions in the text. Translated from French into English by 
George F. Waters. Bound with paper cover. Size 7x9 
inches. (mV). Price (with French text, $3.60), $4.00. 
Le Fer Forge (Ornamental Wrought Iron-Work Used in Modern 
Decoration), by Gaston Fleury. 36 full-size photographic 
plates. Size 13x18 inches. Portfolio form (trdMA), $14.50. 
Villas Normandes and Anglaises. 52 full-size plates of 
photographs and plans of city and country houses of the 
English and Normandie style. Much half-timber work. 
Size 13x18 4% inches. In portfolio form (rtdMA), $8.50. 


*May be secured from Architectural Book Shop, 46 Kearny St., S. F. 














KITCHEN 


GARAGE 





BASCMENT 


HOUSES FOR LOUIS HEILMAN, SAN FRANCISCO, CALIFORNIA. DESIGNED BY ANGUS MCSWEENEY 


LIVING ROOM 





FIRST FLOOR 


i-th csp elias iiscsamsseiioiiatisueelscce a 


D ROOM 
DINING RGM es 


| 
} 
BED ROM 





SECOND FLOOR 


== 








e® PACIFIC COAST ARCHITECT ® 





HOUSES FOR LOUIS HEILMAN, SAN FRANCISCO, CALIFORNIA 
DESIGNED BY ANGUS MCSWEENEY 


¢@PACIFIC COAST ARCHITECT ® 











ABOVE—SGRAFFITTO PANEL, RESIDENCE OF MRS. LLOYD ACKERMAN, SAN FRANCISCO 
H. H. GUTTERSON, ARCHITECT 
BELOW — FRESCOES IN DISPLAY ROOM, CALIFORNIA STUCCO PRODUCTS COMPANY, SAN FRANCISCO . 
SIMEON PELENC, ARTIST 











_INTERIOR DECORATING | 











FRESCO IN COLORED CEMENT. 


SIMEON PELENC, ARTIST 


THE FRESCO WILL LIVE AGAIN 


{BY ZOE A. BATTU} 


HE ART of fresco painting is inseparably 
associated with what are generally con- 
sidered the Golden Ages of Architec- 
ture. Pompeii, Greece, Egypt, Persia, 
Chaldea and Italy in the first begin- 
nings of their civilizations, in the hey- 
day of their cultures and arts, produced 
SSS frescoes whose beauty is stil] something 
to marvel at. Fresco painting is likewise an art of great 
names. Fra Angelico, Ghirlandajo, Massacio, Gozzoli 
and Giotto were master architects and painters whose 
frescoes contributed in large part to the fame of the 
churches, palaces, and other sumptuous structures 
erected during medieval and ecclesiastical periods of 
European history. 

So great an art fel] into disuse, not wholly because the ages 
produced no masters of it, but rather because the forms 
of architecture changed so that there were no large, flat 
surfaces upon which frescoes could be put to advantage. 
In the fourteenth and fifteenth centuries and as the most 
active building of Gothic structures moved northward 
and into England, Gothic underwent a transition. Plain 
surfaces and expanses of ceilings and domes gave way to 
more sharply pitched arches, and these lines, coupled 
with the use of tall columns and spire effects, afforded 





little suitable space for fresco painting. To the north of 


Europe and in England there was a marked tendency 


toward restraint of color, and even where casual examples 
of this ancient art are found in these sections, they lack 
something of the vividness and interest of color so 
characteristic of the works of warmer climes. 

But it is now several centuries since English Gothic has 
dominated the architecture of Anglo-Saxon peoples. 
What we call Gothic today is a mere suggestion of the 


{Continue ! on page §7] 
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The Adaptation of Moorish Motifs 


HE PANELS of this door were decorated and 
antiqued to harmonize in pattern and color with 
a dado of imported Tunisian tile. &# KFRC Broad- 
casting Studio, Don Lee Building, San Francisco. # 
Harris Allen, Architect for Studio; A. Quandt ¢& Sons, 
Painters and Decorators [ since 1885] 374 Guerrero 
Street, San Francisco, California. 


“Co-operation for Quality’’ 


Pioneers and specialists in the application of lacquer by air brush in the architectural field. Complete decorative color schemes 
designed and furnished. Quandt quality is available for the small job as well as the large. Our operations are State-wide. 
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RESIDENCE OF DR. FREDERICK LONG, SAN FRANCISCO, ¢ ALIFORNIA 
HAROLD G. STONER, ARCHITECT. MRS. FREDERICK LONG, DECORATOR 
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“Detroit, eMichigan 


W. E. N. HUNTER, ARCHITECT 
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C.F. Weber & Company, Pacific Coast Distributors 


SAN FRANCISCO 
601-609 Mission Street 


PHOENIX, ARIZ. 
524 West Washington Street 





Skilled and 
cArtistic 
(°ollaboration 


The Wood Carving 
and Cabinet Division 
of the American Seat- 
ing Company are 
manned by artists and 
craftsmen of talent 
and skill competent to 
interpret the plans and 
designs of America’s 
greatest church de- 
signers. 


Architect and Build- 
ing Committee alike 
may have confidence 
in the complete real- 
ization of their plans 
for beauty and dignity 
in “American” chan- 
cel furnishings and 
church seating. 


Consultation and 
estimates given with- 
out obligation. 


Din G CHitCaAcdh © 


LOS ANGELES 


6900 Avalon Boulevard 











































A City Planning Council for 
San Francisco 


FY perhaps two years, the Commonwealth 
Club has been studying the problem of im- 
proving conditions as to City Planning in San 
Francisco. During the past six months the club 
committee, or section, as it is called, has been 
preparing an amendment to the charter, which 
will be given the most thorough publicity before 
being brought to vote. It took the precaution to 
invite the collaboration of delegates from over 
cighty Civic improvement associations, and the 
proposed amendment has received their unani- 
mous approval. 

The essential feature of the new plan is that it 
provides a coordinating body between the vari- 
ous departments, by which all proposed projects 
will be fitted into a definite plan for the physica] 
development of San Francisco. This plan is to be 
prepared with the aid of expert consultants, and 
will include such matters as streets, subways, 
bridges, terminals, waterways, parks, play- 
grounds, public buildings, zoning, heights, set- 
backs, traffic, fire safety, and general welfare, 
efficiency and economy. From time to time the 
plan may be amended or extended. 

The council will consist of seven citizens not 
holding municipal office so appointed that there 
will always be five older members. To this 
council each executive city department must sub- 
mit plans for fixed improvements, which if dis- 
approved within sixty days can only be adopted 
by a two-thirds majority vote of the entire 
membership of the Board of Supervisors. 

In other words, the City Planning Council 1s an 
advisory, coordinating body whose opinion 
must be heard on all connected activities, but 
with no administrative or veto powers. All 
public officials are to cooperate with the council 
and furnish it information. 

Full publicity is to be given to all its hearings 
and findings and it must accompany its recom- 
mendations with the technical data upon which 
they are based. 

These are the main features of the amendment, 
which is in a form stated to be legal and constt- 
tutional. Whatever criticisms may be made— 
and it will be criticized by some as going too far 
and by others as not going far enough—it can 
not possibly help but be an improvement over 
present conditions, and can hardly help but lead 
to a more definite, fore-sighted progress in the 


“EDITORIAL: 


development of a city plan. The Common- 

wealth Club deserves the sincere gratitude of all 

citizens who have the welfare of the community 

at heart. 
* * * 


Information Is Correct 


S. HEBBARD, architect of Los Angeles, 
« writes as follows: 

“Referring to the July number of the Pacific Coast 
Architect, page 50, The a answers the question as 
to whether or not forced draft ventilation is allowed in 
water-closet compartments and bathrooms in apartments 
in the amended California State Housing Law, in the 
negative. 

“The Architect and Engineer, on page 58, July number, 
states that section 31 is amended to permit the ventilation 
of bath and toilet rooms and kitchens in fireproof apart- 
ment houses more than four stories in height by an ex- 
haust system. Again on page 110 it states that section 60 
is amended to permit fan exhaust system in fireproof 
apartments of more than four stories. 

“Will you please advise me which is correct?” 

The Pacific Coast Architect exercises meticu- 
lous care to print only authentic information for 
architects, especially on questions of such im- 
portance as the one here discussed—one which 
concerns the entire building industry of Cali- 
fornia. 

Therefore, open answer is given Mr. Hebbard 
in order to set straight others of the building in- 
dustry who may labor in confusion as a result of 
contradictory statements. 

In The Inspector, combined with the Pacific 
Coast Architect, for June, there was published 
an exclusive article which first informed the 
building fraternity that no changes were made in 
requirements set out in the California State 
Housing Act, and this information is equally 
true today. The building fraternity of California 
is again referred to editorial and news items pub- 
lished on pages 44 and 49 of The Inspector in the 
June number of the Pacific Coast Architect and 
on page 50 of the July issue. All this information 
is absolutely correct, and has been confirmed by 
the Secretary of State and other State officials. 

Any information to the contrary which may 
have been published in other periodicals will no 
doubt be explained by its authors in an equally 
frank manner. 

# + + 
Architect Russell G. de Lappe, Francis B. Plant, struc 
tural engineer, and V. Oglon, associate, have been com 
missioned by the board of supervisors of Stanislaus county 


to proceed at once with the plans for the new Stanislaus 
County Hospital, Modesto, California. 
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Why Reinhold? 


1—Concealed wiring in conduits approved by fire insur- 


ance underwriters. 


2—Interchangeable parts, making for case in changing a 


layout at minimum expense. 


3 





Lacquer finish. 


4—Endorsed by architects. 





Reinhold Partition—one-room office 
—in Financial Center Bldg. 





After scanning the field, the owners of the mag- 
nificently appointed Financial Center Building 
have concentrated on Reinhold Interchangeable 
Wood and Glass Office Partitions. The require- 
ments of individual tenants are being met in the 
most approved, up-to-date 
manner. 

leatures exclusive with 
Reinhold have attracted the 
interest of architects and 
builders. Saving of cost and 





Reinhold 


Sectional wood and glass ‘Partitions 
INTERCHANGEABLE 





Reinhold Partition—entrance to a 
suite—in Financial Center Bldg. 


FINANCIAL CENTER BUILDING 
San Francisco 


Frederick H. Meyer, Architect 


space is effected, and greater still, a flexibility in 
the use of office space is maintained. New parti- 
tions may be installed at as reasonable a cost as if 
the work had been done in the first instance. 

In the design and construction of these partitions 
go the experience and guar- 
antee of the Pacific Manu- 
facturing Company, with 
its fifty years of leadership 
in the mill and cabinet- 


work field. 


On request we will send our new Standard A. 1. A. File of Information Sheets. Address nearest office of the Company. 
REINHOLD PARTITION CORPORATION 
Division of 


PACIFIC MANUFACTURING COMPANY, SANTA CLARA, CAL. 


San Francisco Los Angeles 
8 Arcade, Monadnock Building Washington Building 
Sutter 395 TRinity 3078 


Oakland 


353 Hobart Street 
Glencourt 7850 


Berkeley San Jose 
2108 Shattuck Avenue 58 West Santa Clara Street 
Berkeley 4160 San Jose 1375 

















































SOUTHERN CALIFORNIA CHAPTER,A.TI.A. 


The July meeting of the Southern Chapter, A. I. A., was 
marked by the discussion and transaction of several pieces 
of business. 

Sumner P. Hunt made a talk in which he urged that the 
Community Planning Committee of the local and na- 
tional body should show more activity in city planning 
and building problems. 

Charles Cheney, addressing the meeting, urged that the 
Community Planning Committee of the Chapter be sup- 
plemented by another committee, known as the City 
Planning Committee, and that the Los Angeles Chapter 
petition the directors of the A. I. A. to appoint a city 
planning committee. 

After discussion of this suggestion, a resolution was 
adopted to the effect that the president of the A. I. A. 
should be requested to appoint a committee on city and 
regional planning. 

Mr. Cheney also had on hand a circular letter to be sent 
to all members of the Chapter, which would call for a 
vote on the architectural accomplishments of Los An- 
geles, San Diego and Santa Barbara. The letter-ballots to 
be filled out and returned, so that a report could be made 
on them at the August meeting. 

It was voted that such letters be sent out. 

Chairman S. M. Spaulding of the Educational Com- 
mittee made a brief report on his department's work. 
He urged Chapter assistance to architectural students in 
the public schools and universities. Mr. Spaulding urged 
establishment of a permanent architectural exhibition 

and presented several practical suggestions for its estab- 
lishment. Three possible locations were named in which 
such an exhibit could be placed. 
* * * 


WASHINGTON STATE CHAPTER, A.I. A. 
Headquarters, Seattle, Wash. 


HARLAN THOMAS President 
SHERWoopD D. Forp _ First V ice-President 
H. A. MoLpENHOUR Secretary 


The June meeting of the Washington State Chapter of the 
A. 1. A. brought together architects and contractors for 
discussion of their relations and mutual problems. 

A. S. Downey, president of the Seattle Chapter of the 
Associated Contractors of America, was the principal 
speaker of the evening. In his address Mr. Downey re- 
viewed the activities of the Seattle Chapter of his or- 
ganization, pointing out that several measures were in 
force to insure not only cooperation among the contrac- 
tors themselves but also in their relations with the 
architects and other workers in the building industry. 
The speaker also discussed such matters as segregated 
bids, deposits on plans, alternates and unit prices, the 
opening of bids and arbitration, as a peaceful and all- 
around satisfactory settlement of disputes. 

Roland E. Borhek, W ashington State Chapter, A.I. A. 
spoke for the architect in these matters and he also made 
a special plea for arbitration in settlement of trade 
disputes. 

Upon motion by Mr. Downey, accepted by the members 
present, a committee consisting of two members from 
cach organization was appointed to consider ethical 
practices and subjects relative to the contacts between 
architects and contractors. 


INSTITUTE AND CLUB MEETINGS 


NORTHERN CALIFORNIA CHAPTER, A.I.A. 
NEXT MEETING 


Due to the vacation period, the next regular meeting of 
the Northern California Chapter, The American Institute 
of Architects, will not be held until September 20, 1927. 
Notice of this meeting will be sent to the members. 

* * * 


SAN FRANCISCO ARCHITECTURAL CLUB 
The July meeting of the San Francisco Architectural Club, 
held July 6 in the Club rooms, was marked by the annual 
election of treasurer and two directors. 

Edward Counter was elected treasurer, an office held 
during the past year by John H. Devitt. Ira Springer was 
reelected to his place among the directors and John H. 
Devitt elected to the board position vacated by the retire- 
ment of Harry Langley. 

Rome Blas, winner of the Scholarship Award, Harvard 
School of Architecture, has a display of his drawings on 
exhibit in the banquet room of the Club. 

Clyde Truesdell, past secretary of the Club, has left San 


Francisco for New York and Eastern fields. 
* * * 


LOS ANGELES ARCHITECTURAL CLUB 
Meetings of the Los Angeles Architectural Club during 
the warm summer months are being given over to out- 
door sports and social functions. 

The Club members were the guests of Donald B. Parkin 
son at the Santa Monica Beach Club, the evening of 
July 19. An outdoor dinner and program was given, which 
was hugely enjoyed by the members present. 

This outdoor meeting and dinner were so successful that 
it is planned to do something similar during August, and 
include the wives and families in the invitations. By such 
informal gatherings it is hoped to strengthen the spirit 
and fellowship and understanding among club members 
as a basis for carrying through constructive, serious pro- 
grams of work. 

* * * 
The College of Architecture of the University of Michi- 
gan announces that as a result of the annual competition 
the George G. Booth Traveling Fellowship in Architec- 
ture has been awarded to Mr. John E. Dinwiddie by a 
jury made up of members of the Architectural Faculty and 
Messrs. Marcus R. Burrowes, Alex. Donaldson and Tal- 
mage C. Hughes, the three latter being Detroit architects. 

Mr. Dinwiddie is a native of California who graduated 
from the University of Michigan in 1925, since which 
time he has been employed in San Francisco and New 
York offices. 

* 4 + 
Plate glass in large sizes has been installed throughout 
Sacred Heart Church, Flower City Park, Rochester, New 
York, as a protecting surface for the many stained glass 
windows in the edifice. The installation of plate glass, in- 
stead of the rough or ribbed glass customarily used for 
this purpose, greatly enhances the exterior appearance of 
the building since it permits the beauty of the art glass to 
be viewed from the outside. Sacred Heart is the second 
church in Rochester to use plate glass in this manner. 

* x * 
The new Hotel Benjamin Franklin, W. H. Weeks, archi 
tect, has recently been opened at San Mateo. 
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BUILDING MANY MILES LONG 

Place all new building construction in California side by 
side, and it would make one huge building reaching from 
San Francisco to Los Angeles. In other words, it would 
provide a roof-paved air-line roadway approximately 
325 miles long. This almost incredible information is re- 
vealed in fiscal year reports of building permits issued by 
municipal building departments in cities of California. 

San Francisco, Oakland and other California cities con- 
tributed their share of upbuilding, but Los Angeles tops 
the list with building operations that would total more 
than 150 miles if placed in a straight line. 

This formidable line of buildings many miles long in- 
cludes all classes of construction from the modest bunga- 
low and small private garage to sky-soaring structures 
such as the 30-story Russ Building in San Francisco and 
the 28-story new City Hall in Los Angeles. 

This brief word picture should serve to impress all with 
the economic, me aco and commercial importance of 
the building industry in California. 

* * * 


ARCHITECTS WANT ETHICS ENFORCED 


Architects in France are endeavoring to organize them- 
selves into a close corporation with authority to disci- 
pline members and cancel rights to build, when necessary, 
according to reports. 

It is asserted French architects claim a high standard of 
ethics, and at present have no recourse against unfair 
competition. Wherefore they wish to be placed legally 
on somewhat the same basis as lawyers. 

California and all Pacific Coast architects might find 
profitable thought in this endeavor of the French archi- 
tects. And to give thought to this subject appears apro- 
pos, now that the Supreme Court of California has de- 
cided that corporations of licensed architects may engage 
in the practice of architecture without violating the pro- 
visions of the California law regulating the practice of 
architecture. 

* * * 


L. A. APPOINTS HEATING ENGINEER 
Otis E. Phillips has been appointed heating and ventilat- 
ing engineer by the Los Angeles Municipal Building and 
Safety Commission. This new position was created re- 
cently by ordinance. The salary is $300 a month. 

Mr. Phillips is reputed to be well qualified to fill the 
new position. He has been employed in the municipal 
building department of that city since September 26, 1922, 
when he entered the municipal service as an assistant 
building inspector. About a year afterwards he was pro- 
moted to assistant senior building inspector and later 
again promoted to senior building inspector. 

The Inspector commends this appointment and con- 
gratulates Mr. Phillips. New and better-paid positions 
in the municipal service should, whenever possible, be 
filled by promoting employees who are qualified to step 
up. And this has been done in the case of Mr. Phillips. 


{ Serta Issue or Tue Inspector } 
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SANTA ANA CODE SOON EFFECTIVE 

E. P. Collier, former City Trustee of Santa Ana, is now 
City Manager. William H. Tway, president of the Santa 
Ana Builders’ Exchange, at a recent meeting of execu- 
tives of builders’ exchanges in Southern California, re- 
ported that a new building code will be effective in Santa 
Ana within the next month. This code was prepared un- 
der direction of the Santa Ana Exchange and represents 
more than a year’s study by builders. It has no connection 
with any other code or code movement, but adheres to 
standard customs and practice followed in cities of 
Southern California. 

W.S. Decker, Chief Building Inspector, commenting on 
the code a short time ago, said: 

“The new building code adopted in Santa Ana is, in my 
opinion, the most comprehensive, modern, scientific, 

racticable and easily understood ordinance that ever has 
a written. It is especially designed to fit better all con- 
ditions that obtain in cities of California, and in partic- 
ular cities in Southern California, than any other building 
code in existence. 

“Santa Ana has set the precedent; Fullerton, Anaheim 
and other cities in Orange county undoubtedly will pass 
the same code within the next few weeks. Every city in 
California, but in particular the cities south of the 
Tehachapi, can follow profitably the lead established in 
Santa Ana by adopting this uniform building ordinance 
and thereby greatly facilitate design, construction and 
inspection practices in all cities. 

“With 33 years’ practical experience in building opera- 
tions I heartily favor every city enacting building laws of 
a uniform character, patterned after the requirements set 
out in Santa Ana's new uniform building code.” 

The Santa Ana Register in an editorial comment relating 
to the code says: 

“Santa Ana’s new building code, passed by the City 
Trustees recently but which will not be in effect until 
early fall, provides for better materials.in buildings and 
provides for more stringent inspection of structures. This 
ordinance was advocated and written by the builders 
themselves, who realize that a good structure means 
more business, while a poorly constructed one is,a menace 
to the lives of people in or near it.” 

* i * 
OCEANSIDE CODE POSTPONED 
Long delayed consideration of a building code adaptable 
to local conditions in Oceanside, California, has again 
been postponed, according to report of the Oceanside 
Blade, which says: 

“Preliminary draft of a building ordinance which has 
been on the stocks for many moons was again laid over. 
The city is awaiting the completion of a model ordinance 
which is being drafted in San Francisco, or some other 
seaport, and is now expected to be completed by October. 
Meantime an attempt to make a touch from the citv for 
$25 toward the expense of making it was given a glassy 
stare by the Council.” 
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Municipal Plan Checking Privileges Often Abused 
_ Taxpayers Burdened Unnecessarily 


{BY MARK C. COHN} 
Expert Consultant on Housing and Building Regulations 


(This is the twenty-sixth of a series of articles on building codes.) 


UILDING INSPECTORS are authority 
for the statement that municipal facili- 
ties for examination and checking of 
building plans and specifications are 
often misused and frequently abused by 
a Class who engage in the practice of 
preparing drawings and specifications 
for building projects without the requi- 
site knowledge, training and experience for the perform- 
ance of that highly important technical service. 

To evade requirements of State laws regulating practice 
of architecture and professional engineering, unlicensed 
and uncertified designers attach appellations to their 
business names that thinly disguise the fact they are 
neither licensed architects nor competent structural engi- 
neers. These untrained persons sometimes know just 
enough about making plans and theory of design to be 
dangerous, because their finished drawings appear pass- 
ably good to the uninitiated prospective building owner. 





LACK KNOWLEDGE 


Quite often this class of practitioner, lacking proper 
knowledge, resorts to guesswork in the design of build- 
ing. Perhaps fearful of their smattering of questionable 
knowledge and to check up guesses and theories they 
take advantage of privileges extended by municipal 
building departments. There are records of plans and 
specifications refiled several times before finally corrected 
to justify municipal okeh. And each time municipal plan 
examination service had to be rendered the same as if it 
were a new project. 

It is apparent the art of deceiving municipal plan 
examiners is practiced in devious ways. Where plans are 
accepted for examination and checking by municipal 
building inspection departments without formality of 
authentic application for permit, it is easy to have plans 
examined for corrections regarding State housing laws 
building code requirements, structural inaccuracies, rules 
for plumbing, electric wiring and elevator installation. 
In these cases cities render the service free of charge, but 
at the expense of all taxpayers. 


MANY ABUSES 


In cities where formal permit application is required to 
accompany plans filed, the applicant easily complies with 
set requirements in case the project is bona fide, pays 
nominal permit fee and receives the benefit of expert plan 
examination service at a price greatly incommensurate 
with services rendered. 

There are still further abuses, as will be noted, in cases 
where the building project is of promotional nature and 
no permit ever issues, although the city building depart- 
ment functions and is put to the expense of checking 
plans without remuneration. 

There are cases, too, where the proposed building is to 
be erected in cities where there are no building inspectors 
or where the city does not employ inspectors competent 
to examine efficiently and check plans. A convenient 
vacant lot in one of the larger cities is given as the loca- 


tion for the proposed building, and again expert service 
and advice of a metropolitan building department is 
obtained free of charge. 

Clyde Makutchan, municipal research engineer in Los 
Angeles, and formerly chief plan examiner in the Los 
Angeles Building Department, asserts that during a 
period of a few months he officially checked plans for 
building projects filed in that office totaling an estimated 
cost of $14,000,000. Mr. Makutchan further states that of 
these plans building permits eventually issued for struc- 
tures erected at an estimated cost of less than $8,000,000. 
Here the municipal building department actually ren- 
dered expert plan examination service in checking plans 
and specifications for over $6,000,000 of building projects 
for which the city was never paid. 

It is not difficult to perceive that the priv ileges of this 
municipal bureau were greatly abused, because it is evi- 
dent architectural and engineering drawings for buildings 
amounting to $6,000,000 were submitted for checking to 
Los Angeles officials when the structures under considera- 
tion were not planned to be erected in that city, but per- 
haps in adjacent cities. It is reasonable to believe that in 
these cases the submittors desired to get an okeh free of 
charge from the municipal plan examiners of Los Angeles, 
in order to insure a check structurally and for require- 
ments of building laws. 


TO CURB BAD PRACTICE 


It might not be amiss to remark that failure on the part 
of any licensed architect to evidence sincerity, by scrupu- 
lously avoiding any practice that puts him in the same 

category under discussion, shows poor judgment, because 
it establishes precedent for others to follow who will do 
so in order to save employment of professional architec- 
tural and engineering service. 

John J. Backus, general manager of the Los Angeles 
Building and Safety Commission, and Clayton V. Welch, 
chief of the municipal building division, assert they have 
long known the engineering plan checking facilities of 
the building department were being misused and abused 
by a certain class. To curb effectively this practice they 
plan to devise measures to stop it without putting ob- 
stacles in the way of those who honestly seek informa- 
tive data. The citations used in this article make general 
reference to Los Angeles, but the situation is by no means 
peculiar to that city. There is ample evidence to show the 
same practice obtains in other large cities. 


THE INSPECTOR RECOMMENDS 


TheInspector urges the adoption of measures that will at 
once stop this needless public expense of paying for free 
plan examination service for those who are not entitled 
to it. One possible solution is for cities to pass building 
ordinances requiring that each plan filed be accompanied 
by certified check in an amount to cover fully the cost of 
expert plan examination plus 100 per cent additional to 
guarantee good faith. 

If permit issues and the project is carried out in good 
faith, according to plans and specifications officially 
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examined, refund may be made to the applicant minus 
actual cost and reasonable overhead charges for services 
rendered. If the project is not carried out in good faith, 
copy of plans ia specifications shall remain en 
on file in the building department and full amount of 
certified check shall be forfeited to the municipality in 
payment for labor and services performed. 


THE INSPECTOR PLAN IS FAIR 


The plan suggested here should promptly discourage 
misuse and abuse of building department privileges and 
functions. No one has any right to object to paying for 
requisite service actually rendered. No city has any in- 
terest from the standpoint of safety in structures that are 
not built. No city has any official interest in any building 
built outside of its territorial limits and no person has a 
right to obtain services of city officials by means of mis- 
representation. Moreover, building laws are not designed 
to empower cities to establish city building departments 
or bureaus for plan examination and checking as com- 
mercial enterprises that compete with licensed certificated 
architects. 

Municipal building departments are, of course, estab- 
lished to render service to the public. Suggestions offered 
here should not be confused to mean that such building 
inspection bureaus shall refuse fully and freely to assist 
applicants who honestly seek informative advice and 
general information about building code requirements 
and other building regulations. Therefore, profound care 
must be exercised in the administration of building laws 
designed to stop the abuses here discussed so that those 
who are entitled to the free use of municipal facilities 
shall not be denied that privilege. 

* * * 

ANTRAM AND TOMS REAPPOINTED 
William H. Antram and J. W. Toms, reappointed by 
Mayor George E. Cryer as members of the Los Angeles 
Building and Safety C ommission, have been confirmed by 
the Municipal Council. The other three members of the 
Commission are Ralph Homann, Frank McGinley and 
C. E. Noerenberg. 

* * * 

FRESNO ADOPTS SPRINKLER CODE 
Automatic sprinkler systems must be installed in thea- 
tres, basements and in certain specified mercantile and 
industrial buildings, according to provisions of an 
amended ordinance reported as adopted in Fresno. The 
amended ordinance follows rules of the Board of Fire 
Underwriters’ Rating Bureau. 

* * * 
FIRE PREVENTION WEEK 
Not long now until the annual Fire Prevention Week 
observance, with its customary stereotyped proclama- 
tions, and then will follow 51 weeks of non-observance 
by a far too great number of persons. Anyhow, one will 


hear a lot about what ought to be done from October 9 
EO 1S. 


* * * 

VENTURA LICENSE LAW 
V entura now licenses its building contractors by virtue 
of an ordinance that provides bond of $ 2,000 shall be 


posted by contractors who undertake any job costing 
more than S300. 


* * * 


STATE SCHOOL LAW EFFECTIVE 
Cz litornia’s Ss new State act requiring that plans for schools 
built outside of incorporated cities must first be approved 


by State authorities is now effective. 


THE INSPECTOR 


ENGINEERS ARE ENGINEERS 


A long delayed but highly desirable change is announced 
by the Los Angeles Civil Service Commission to the effect 
that several positions in the city engineering department 
have been changed from “engineer” to “operator.” 
These positions have nothing to do with technical engi- 
neering work, but were for positions such as operators of 
pile drivers, hoists, tugboats, etc. Engineers will acclaim 
this salutary recognition of difference between profes- 
sional engineers and others who perhaps are enginemen. 
* * * 


GLENDALE LENIENCY AMENDMENT 


More lenient requirements for small structures and minor 
deviations from building code are comprehended in an 
amended ordinance reported to have been adopted in 
Glendale. Petitions presented to the City Council for 
petty deviations from building ordinances not involving 
menace, usually granted by the city dads, would be 


granted by the Building Inspector under the amended 
enactment. 
* * * 


L. A. STEEL JOIST CODE 


An amended ordinance being considered by the Los 
Angeles City Council and already approved by the 
Municipal Building and Safety Commission would allow 
poured gypsum slabs and so- -called armored-gy psum fire- 
proofing for fire protection to steel joist construction and 
for fireproofing structural steel members. Several amend- 
ments relating to steel joist construction are also in- 
cluded in the proposed ordinance. 


* * * 


L. A. HEATING CODE EFFECTIVE 


An amended ordinance in Los Angeles relating to installa- 
tion of all types of warm-air heating furnaces, connec- 
tions thereto, appurtenances and appliances and regu- 
lating construction of vents and furnace rooms is now 
effective. Permits for installing furnaces are required 
under the amended ordinance and plans therefor must 
first be submitted to and receive approval of the munici- 
pal authorities. 

* * Bs 

S. F. GAS PIPE INSPECTOR 

About the only large city in California that depends on 
its gas company to inspect gas piping, San Francisco, in 
all probability will soon change this outworn system and 
enact an ordinance regulating the installation of gas 
piping and providing for inspection under jurisdiction o: 
municipal authorities. 

7* * * 


ABERDEEN BUILDING CODE 


Nearing completion is the reported progress of the local 
building code being prepared in Aberdeen, Washington 
The proposed code is reported as being —, adapt- 
able to lumber and seaport towns and to adhere to recom- 
mendations of the Washington State Chamber of Com- 


merce. 
* * * 


L. A. COUNTY BUILDING DEPARTMENT 
Probable establishment of a Los Angeles county building 
inspection bureau is foreseen in teported action of the 
county counsel, who is reported to be preparing a set ot 
building regulations to apply to structures erected withis 
that county but outside of incorporated cities and towns 
which have local building ordinances. 
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"Ask THE INSPECTOR 


Under this heading are published questions and answers dealing with 


A 


building problems. Herewith are published a number of queries 
asked of The Inspector and the answers. Pop the question. 
Your name will be omitted if you wish. 


¥ 





NO CHANGE IN STATE HOUSING LAW 


Q. Did the Governor recently sign a bill which amends the 
California State Housing Act? 


A. We could answer this question, which has been asked 
by many who apparently have been misinformed through 
publication of erroneous statements, that, when an item 
appears in The Inspector, disregard everything to the 
contrary. 

We won't do this, however, because we, too, are mere 
humans, fallible and liable to err. The fact is that no bill 
has been signed by the Governor which in any way 
amends or changes the State Housing Act of California in 
its requirements as they have stood for more than two 
years. 

In an article published exclusively in the June issue of 
The Inspector it was pointed out a bill designed to 
amend the act under discussion was passed by the Cali- 
fornia Legislature, later found to be incorrectly drawn 
and defective, and, consequently, refused approval by 
the Governor. 

Moreover, with that article there was published exclu- 
sively a personal letter from Governor C. C. Young 
wherein he stated there was no possibility of the bill in 
question becoming a law, and setting forth his reasons 
therefor. 

The California State Housing Act remains exactly as 
passed in 1923, with minor amendments enacted in 1925. 


* * * 


WHEN IS BRICK? 


Pigs is pigs, but brick is brick only when it is brick. 

Centuries old, used the world over, and yet in this en- 
lightened age—age of bootleggers and synthetic products 
—it has become necessary to protect the name of the poor 
common brick against being besmirched, and perhaps 
more particularly in order that the public shall get brick 
when it wants brick. 

It is reported the American Society for Testing Mate- 
rials has accepted a report to be “published as informa- 
tion and for comment and criticism” which includes the 
following: 

“Brick—A structural unit formed while pee into a 
rectangular prism, usually solid and 8 by 334 by 2% 
inches in size. 

“Note—The term ‘ brick’ is understood to mean a unit 
of burned clay or shale. When other substances are used, 
such as lime and sand, cement and sand, fire clay, adobe, 
etc., the term ‘brick’ should be suitably qualified.” 

* * * 


Uniform building regulations were discussed at group 
meetings of building contractors and inspectors of build- 
ing, held in Seattle and Oakland last month. 

* * a 


San Jacinto, California, created three separate fire zones 
to regulate building by an amended ordinance now 
effective. 

* * * 
Torrance, California, is considering an amended building 
code to provide for masonry construction in fire zones. 





Tell THE INSPECTOR. 


This column is dedicated to kicks and comments. Names omitted on 
request. Right is reserved to publish or reject any complaint received. 

Give name and address in evidence of good faith. This 

department is open for constructive criticisms. 
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LONG BEACH OFFICIAL SHAKE-UP 


With well-sharpened axes the new city administration 
recently inaugurated in Long Beach is reported to have 
chopped off official heads in neat fashion. More are said 
to be due to fall. 

Among other changes reported in personnel of govern- 
mental heads is the appointment of Henry S. Callahan, 


former Councilman, who succeeds Charles S$ 
as City Manager. 

Arthur H. Adams, formerly Assistant Engineer, pro- 
moted to the office of City Engineer, succeeds R. D. Van 
Alstine. It is rumored the Municipal Art Commission 
probably will be abolished. 

Charles D. Wailes, Jr., structural engineer in the Build- 
ing Department, temporarily heads that department. 

* * * 


NEW L. A. PLUMBING CODE OKEHED 
With the signature of Mayor George E. Cryer attached to 
the new plumbing ordinance in Los Angeles, a big piece 
of constructive work has been finished. The new plumb- 
ing ordinance should have a salutary effect for the pro- 
motion of better plumbing work. The new code coor- 
dinates several regulations for plumbing, gas piping and 
house sewer installations which heretofore have been 
scattered through numerous enactments. The new code 
also provides for qualifications of journeymen and mas- 
ter plumbers and establishes the Board of Municipal 
Building ‘and Safety Commissioners as the Board of 
Plumbing Examiners. 

* * * 
SAN DIEGO PLANS NEW CODE 
Oscar G. Knecht reports progress in the preparation of a 
new ordinance designed to license and bond roofing con- 
tractors, and a companion ordinance to regulate roof cov- 
erings in San Diego. Another code to license and bond 
building contractors is also reported in the making. Mr. 
Knecht states this latter ordinance will define building 
contractors as those who engage in that business, so as 
to avoid causing inconvenience or annoyance to building 
owners who may wish to employ a workman to do minor 
jobs or make repairs. Workmen doing these minor jobs 
and not actually engaging in the business of building 


contractors will not be governed by the license ordinance. 
* * * 


COUNTY FATHERS DEFY CITY DADS 
Contending that court rulings give them the right to 
proceed with building independent of city authorities, 
the Los Angeles Board of Supervisors apparently has de- 
cided to challenge the authority of city officials. It is 
reported that a hospital of semi-fireproof construction 
will be reared, regardless of building ordinance require- 
ments for fireproof hospital structure. The building in 
question is to be built within the territorial limits of 
the city of Los Angeles. 

* cd * 
HAWTHORNE STRENGTHENS ITS CODE 
Only buildings of masonry materials with fire-retardent 
roof covering in certain zones are to be permitted in Haw- 
thorne, California. Amendments to building ordinance 
have been adopted. 


; Henderson 
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HE Clarke Library, 

Los Angeles, is to- 
day one of the finest 
examples of brickwork 
on the Pacific Coast. 
The walls are laid with 
selected Old Rose Face 
Brick suggesting the 
refined, but colorful 
masterpieces found in 
old Italy. Robert D. 
Farquhar, Architect. 

T. C. Marlowe, 

Builder. 
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Entrance Detail, Mission High School, San Francisco. John Reid, Jr., Architect 


SerniiiE PERFECT PLASTICITY of Terra-Cotta as 
Mela medium for the expression of architectural 
MY} motives is nowhere better illustrated than in 

meee) this lovely entrance-way and facade. It is un- 
glazed Terra-Cotta from our Lincoln kilns, buff color, 
with light free-hand tooling and of a velvety texture. 


GLADDING: McBEAN & CO. 
LOS ANGELES PRESSED BRICK COMPANY 


San Francisco: Los Angeles: 
660 Market Street | 621 S. Hope Street 
Seattle: 1500 1st Avenue, South 
Portland: 454 Everett Street 
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Willard School Frederick Kennedy, Jr. 


Architect 
Lamanda Park - Pasadena 


Corner Madre and Blanche Streets Orndorff Construction Co. 
Contractors 


J. A. Drummond 


Roofing Contractor 


A PERFECT ROOF 
ON A BEAUTIFUL STRUCTURE 


Simons Roofing ‘Tiles are available in a wide variety of 
designs, sizes and shades. Each has its particular appro- 
priateness, depending on the kind and type of structure 
and the area to be covered. But all Simons Roofing Tiles 
are identical in this one respect—they are made with 
the utmost skill of the very finest materials obtainable. 


“Seance 10686°° 


° ” 
Simons Brick Co. 
Walter R. Simons, President and General Manager 
125 West Third Street, Los Angeles 


Telephone MUtual 4181 


SIMONS SORRENTO TILE 
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THE HOUSING OF LIBRARIES 
[Concluded from page 10] 

rooms, large and small, totally surrounding the 
stack. The book-stack space is large enough to 
hold four times the number of books now owned, 
with supports strong enough to carry two more 
stories, and space for one story to be placed on a 
lower level. Its lighting is through “factory” 
skylights instead of the usual long vertical slits, 
and is most satisfactory. 

To return to the exterior; what could be more 
ideal than this entrance court, with its richness 
and its simplicity—its warmth of light, its cool- 
ness of shadow—its stretches of paving and 
planting—its tall palm trees (almost theatrical 
in the effectiveness of their setting )—its mellow 
coloring—its atmosphere of “dolce far niente”? 

Southern California has many examples of Mr. 
Hunt's genius, but it is quite safe to say that 
none will constitute a more enduring monument 
than the Pasadena Library. However, it seems 
especially fitting at this time to refer to the 
library he designed some few years ago for 
Henry E. Huntington, now dedicated to the 
public; this lovely classical building, wonder- 
fully landscaped, is a gem in which it would be 
hard to pick a flaw. 

The little branch library in Pasadena by Mars- 
ton, Van Pelt and Maybury is also a most de- 
lightful bit of composition, and expressive of its 
purpose. 

* * * 
IN THE PROFESSION 

Marston, Van Pelt and Maybury, architects, announce 
the dissolution of their firm. Mr. Garrett Van Pelt, Jr., 
will open offices at 16 South Oakland avenue, Pasadena. 
Mr. Sylvanus B. Marston and Mr. Edgar W. Maybury 
will practice under the firm name of Marston and May- 
bury, retaining the present offices at 25 South Euclid 
avenue, Pasadena, and 4o2z Union Oil Building, Los 


Angeles. 
Hammond W. Whitsitt, A. I. A., announces the opening 
of his office in the John D. Spreckels Building, Los An- 
geles, for the practice of architecture. He formerly 
practiced in Moline, Illinois. 

* * * 
W. H. Weeks, architect, has prepared plans and specifi- 
cations for a new apartment-hotel building to cost ap- 
proximately $500,000, to be built in Oakland, overlook- 
ing Lake Merritt. 

* * + 
Leonard Schultze and S. Fullerton Weaver announce the 
reopening of their Los Angeles office in the Subway Ter- 
minal building, under the direction of E.T. Heitschmidt. 

* * * 


Koerner and Gage announce the removal of their archi- 


tectural and construction offices to Beverly Hills, Cali- 
fornia. 
* & Fa 


Palmer Sabin, architect, has established offices at~ 1008 
West Sixth street, Los Angeles. 

# * # 
Luther Fentress, architect, has removed his studio to 
1223 Sherwood street, San Marino, California. 
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Garden Court Apartments, Hollyteood. Designed and Built by 
Frank Meline Company, Los Angeles 





A Great Realty Firm 
Chooses In-Vis-O 
Cx. 


| RANK MELINE 
of Los Angeles is recog- 


nized throughout the West as 
a genius in realty; few firms 
in the country exceed it in 
the magnitude or the high 
character of its operations. 
Quite naturally, when The 


Meline Co. designed and 





built one of Hollywood’s 


IN-VIS-O rolls up and 
down like a roller shade. 


most beautiful apartment = @7" ot ane, aa ae he 
houses, it screened all the way, out of the weather 

. when not in use. Permits 
windows with In-Vis-O Dis- full freedom of vision 


when in use, 


Ideal for 
casements or double-hung 


appearing Roller Screens. 
SASL, 


You can insure your clients 
the same advantages in beauty, convenience, and ulti- 


mate economy. Mail the coupon for full details. 


Disappearing Roller Screen Company 
1260 Temple Street Los Angeles, California 
16 pages of valuable tech- 
nical data on screening 
modern windows, ‘THIs 
COUPON WILL BRING 


YOUR COPY 


IN-VIS-O Disappearing 
Roller Screen Company 
1260 Temple St., Los Angeles 





I shall be glad to receive for my files a copy of 
your manual on screening modern windows. 


NAME 


TNE one icccacen 



























































CALIFORNIA STUCCO, color No. 135 


in a float texture was used as the finish for 









the walls of Pasadena’s beautiful new Library 
Building. This color is a light creamy buff 
...very pleasing and suitable for buildings of 
this type. § Complete instructions for pro- 
ducing this texture and other textures are 


given in a new book on California Stucco. 





C O L O R E 
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California 3 


CHAMBER S, ARCHITECTS 








This book shows textures in their actual 


California 


colors. A request written on your letterhead 
SLUCCO 


A will bring it to you free of charge. Address 
your letter to the home office of California 
Stucco Produéts Company, 1503 South Ala- 
meda, Los Angeles. San Francisco office is 


California Stucco distributors , 
are located in principal cities. located at 349 Dore Street. “ie te 
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THE FRESCO WILL LIVE AGAIN 

[Continued from page 41] 
motif, and for many hundreds of years architecture has 
dealt mainly in plain, flat surfaces in buildings for resi- 
dential, commercial or public purposes. Yet, in America, 
we have not revived to any extent fresco painting—a 
mode of decoration eminently suited to flat wall surfaces. 
Perhaps there was undeveloped among us an architecture 
whose spirit was in keeping with the spirit and atmos- 
phere of those countries which developed the rich tradi- 
tions of fresco painting. Possibly our fashions in wall 
finishes and textures may have made the fresco seem 
alien and strange. These objections, however, are largely 
removed in the extensive adaptation America, and West- 
ern America in particular, are making today of the archi- 
tecture of Southern Europe, and the prevailing fashion 
of having rough plaster or stucco walls in both homes 
and business buildings. Every factor, therefore, is now 
favorable to a rebirth among us of the old, old art of 
fresco painting. 

But no art can be reborn unless there also exists someone 
with the vision and ability to further it, and in this 
respect the Western architectural profession is fortunate 
in having in its midst Simeon Pelenc of San Francisco. 
Pelenc is a member of the French National Art Academy, 
and brings to this mission of giving rebirth to the fresco 
a sound art training and experience, a close familiarity 
with the whole history of the art, and a thorough under- 
standing of the chemical and mechanical factors involved 
in painting frescoes. 

This artist in the few years he has been among us has 
executed some notably fine pieces of work in homes and 
commercial structures. Typical of his creations, we show 
here, among several other things, a panel in the San 
Francisco display room of the California Stucco Com- 
pany. This panel, we believe, possesses exceptional merit 
in that it makes exposition of the fundamentals found in 
world-famous examples of good frescoes. 

The design is flat, and Pelenc lays emphasis upon main- 
taining this technique in the art. There are frescoes whose 
figures and designs are worked out in regular perspective, 
but they are basically faulty, because perspective, in this 
Case, is an irrelevant element at cross purposes with the 
nature of the surface. Fresco is painted upon plaster walls 
while they are still damp. The Sain and whole composi- 
tion become an integral unit of the wall—as much a part 
of the plaster as its lime and sand. We look at or along 
the walls and their frescoes, and the injection of perspec- 
tive into the scheme breaks the harmony and simplicity 
of the flat, plain surfaces. In other words, perspective is 
permissible, is necessary, where painting 1s done upon 
something that is hung on the wall. But where the paint- 
ing is directly upon the wall itself, only the flat technique 
serves the complete harmony of the work and surface of 
which it is a part. 

We perceive also from the panel that Pelenc is a master 
of this type of design. His work has strength, rhythm 
and grace. The colors are well chosen; the values well 
blended and harmonized; and such is the skill with 
which they have been applied that the beauty and har- 
mony of the whole increases as we withdraw from the 
wall. 

At this point we must make mention of the sister art to 
fresco painting, which is sgraffitto. The name comes 
from the Italian, and means “scratched.” Sgraffitto traces 
its origin back to the time when primitive man scratched 
and chipped pictures upon the walls of his cave home. 
It is still an art executed by scratching, for the design is 
scratched out of unset and moist plaster. A base is laid of 
dark-colored plaster, over which is laid a lighter-toned 
plaster. When the latter takes its initial set, the design is 

transferred and the parts desired cut out with a knife or 
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LIGHTING IS A PART OF ARCHITECTUR# 


Brentwood Country Club, 
Los Angeles 


W. W. Ache, Architect. 
Howard Verbeck, Decorator 


Duplex zazlites 

in the BRENTWOOD 

COUNTRY CLUB 
shadows or glare...that type of 


OF illumination is produced by 


the Duplex-a-lite. There are no sharp 
or direét rays to tire the eyes. Every 

art of the room has an abundance of 
fioht. Yet the light is so well diffused 
and so natural, that one is scarcely con- 
scious of artificial illumination. 


WELL lighted room without 


... Architeéts are using Duplex-a-lite 
in practically every type of building. 
They are particularly adaptable for 
homes. Special designs furnished if de- 
sired. Catalog sent on request. 


The FORV 
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LOS ANGELES 







ompany Inc. 
Figueroa 


ESTABLISHED 1901 


Cer) 


SOLE DISTRIBUTORS FOR SOUTHERN CALIFORNIA 


te 










































































Ae # PACIFIC COAST ARCHITECT» 





Controlled Electric lHleat 


TOT 


eh >SS 3238 


Thermostat EA 
Control 


The Latest Majestic Triumph 


Until the perfection of the Majestic Automatic Thermostat, inadequate control 
and operating cost were the big obstacles to heating by electricity. Electric heat- 
ing was unharnessed, like a radio without dials. But now Majestic engineers 
have overcome this last and final ‘‘fly in the ointment”’ by perfecting this re- 





markable new device which accurately controls the amount of current consumed 
by the heating units. Now electric heat can compete favorably with other fuels 
on their last remaining argument—cost of operation. The Majestic Automatic 
Thermostat Control accurately and unfailingly keeps the heat of the room at 
the designated temperature—turns the current off and on, without the use of 
relays or contactors, as the thermometer rises and falls. Installed with Majestic 
high-wattage wall-insert or portable electric heaters, this new invention brings 
electric heating to perfection. We will gladly furnish you with complete details. 


A Few Recent Majestic Installations 


Castroville School -« ~ = Castroville Bret Harte Sanitarium ” - © Murphy 
Santa Lucia Inn - ~ - Salinas College of the Novitiate - ~ Los Gatos 
Philip Sweed Grammar — ~ Petaluma Morro Bay Hotel - - ~ Morro Bay 
Poultry Producers of Central Cal. Petaluma New Lodi City Hall - ~ - ~ Lodi 
American Legion Bidg. - - Crockett Marion Davies Residence - - Santa Monica 
Linden School ~ - ~ - Linden Fred Niblo Residence ~ - Beverly Hills 
MAJESTIC ELECTRIC APPLIANCE CO., Incorporated 
SAN FRANCISCO KANSAS CITY PHILADELPHIA 
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THERMOSTATS FOR 
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other instrument. The contrast between the two tones 
forms the design. When the plaster completely hardens, 
the design, like fresco painting, is part of the wall, and 
the rule of flat technique holds here also. 

The permanency of these two classes of work is in keep- 
ing with the permanency of the major works of American 
architecture today. Our mighty structures of steel and 
stone may reasonably be expected to stand for many 
generations, and it seems only logical that we should 
give wider utilization to these two modes of decoration, 
whose beauty will be undimmed as long as the walls 
upon which they are put remain intact. This permanency 
holds true of both interior and exterior work. The colors 
of fresco _ penetrate into the undried plaster, 
which in drying forms a crystalline, marble-like surface. 
Neither sun, wind, rain or water has the slightest effect 
upon the life and brilliancy of the colors, and the granite- 
like plaster surface is proof against scratching except 
under extreme pressure. Indeed, the frescoes of Pompeii 
and ancient Egypt are as bright and gay as the day they 
were painted. 

The uses to which these two modes of decoration may 
be put are too numerous to permit of anything more than 
mere suggestion in this paper. Designs in fresco for exte- 
riors or interiors for homes, public or business build- 
ings may be large; may be small: simple, or elaborate; and 
themes in color and design are limited only by the imag- 
ination of artist and architect. The same is true of 
sgrafiitto, for the combinations in plaster tones available 
today are various and lovely in their richness. 

Consequently, we have only to look about us to per- 
ceive that in our homes are coldly bare plaster and stucco 
walls, blank spaces above fireplaces, awkward panels, ex- 
terior doorways of unpleasant stiffness. In our churches, 
schools, libraries, banks and other business places the 

same conditions prevail. We have achieved very well a 
feeling for the dignity, simplicity and strength of space. 
But we have not as yet learned all the lessons of preserv- 
ing the sacredness of this space, yet giving it the life, ex- 
pressiveness, emotional and imaginative suggestiveness 
of finely wrought design and well-harmonized color. 

In fresco and sgraffitto we have arts that lend them- 
selves to these ends as perhaps nothing else does. We have 
mastered and have an intelligent consciousness of the 
lessons and value of space. The opportunity is at hand for 
its permanent decoration. This is our next step—a phase 
in which an ancient art will find new birth in a new land, 
among a new people and their culture. 

* * * 


A NEW PARTNERSHIP 
Mr. Earle B. Bertz announces that his architectural prac- 
tice will be continued under the name of Bertz, Winter 
and Maury, a partnership consisting of Earle B. Bertz, 
Albert H. Winter and Charles F. Maury. The firm will 
maintain offices in the Shreve Building, San Francisco. 
The many friends of these gentlemen will be glad to hear 
of this new partnership, which will no doubt become 
one of the representative firms of San Francisco. 
* * * 
Reforestation of timber lands in western Oregon and 
Washington is a relatively simple and inexpensive pro- 
cess, the Forest Service of the Department of Agriculture 
has concluded as a result of a study of logging conditions 
in that district, a report on which has just been issued as 
the second of a series on practices to perpetuate forest 
growth. 
* * * 
American Institute of Steel Construction will convene 
October 25-29 at Pinchurse, N. G. 
* 
Genfire Steel Company is si new name of the General 
Fireproofing Building Products of Youngstown, Ohio. 
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The Permanent Skylight | 





HOTEL VANCOUVER, Vancouver, B. C. 
R. T. Garrow, Architect 
J. S. Christy, General Contractor 


T 


EELEAD has “won its spurs” in 


the competitive field. It is known and 
used throughout the country. It has the 
acceptance by responsible, reputable 
architects and builders in many cities as 
a background for its true worth. The 


Stee 


lead skylight on this hotel has been 


installed for ten years and is giving com- 
plete satisfaction. 


NORTHWEST LEAD COMPANY 








STEELEAD" 
The Permanent Skylight 
SEATTLE, WASHINGTON 


GEO. H. SHORT CONTINENTAL BLDG. SPECIALTIES PRICE-TELTZ CO., Inc. 


Dooly Bldg 
Salt Lake City 


523 Market Street 
San Francisco 


Hibernian Building 
Los Angeles 


Eastern Representatives 
AMERICAN 3-WAY LUXFER PRISM CO., CHICAGO 
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The Service of 
Hockaday Surface 


HERE is no vulnerable spot in the bright, smooth armor that 

forms when Hockaday Paint hardens. Plagues, common to 
other wall coverings, do not attack it. Time tries, but can make 
no impression on its elastic hard surface. And year after year, at 
cleaning time, a bath with water and sponge brings back its origi- 
nal luster to a degree surprising in a wall exposed to the city’s 
grime and dirt. The quality ingredients combined in Hockaday 
give it this rugged constitution, removing wall maintenance costs 
from the building owner’s cost sheet. 


HOCKADAY, Inc. 


1823-1829 CARROLL AVE., CHICAGO, LLINOTS 


The Hockaday Co. of San Francisco D. E. Fryer & Co., Seattle 
206 Ninth St., San Francisco, Cal. 











os Angeles Hockaday Co. 
Tacoma, Spokane and Portland 420 aale Bldg., Los Angeles, Cal. 
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WRITE FOR YOUR c Oo rT OF “PAINT MILEAGE” 








































































LOWERING INSURANCE COSTS 
By the Insurance Counselor 
{Similar articles on this vital subject will appear in coming issues. } 
Architects have it in their power to exercise an important 
influence on the burning ratio and fire insurance losses 
and rates by specifying certain safeguards that have been 
shown by experience to have a fire-retardent tendency. 

Among these safeguards might be mentioned fire doors 
in factories and similar occupancies. The value of fire 
doors is shown by a fire that occurred several months ago 
in the plant of the United States Products Corporation at 
San Jose, California. bie? aay consisted of two buildings, 
a “C” class warehouse of tile construction with composi- 
tion roof, approximately 60 by 60 feet. Adjoining and 
exposing this plant with two openings was a frame can- 
nery building approximately 50 by roo feet. This building 
was of frame construction with an asbestos roof. When 
the frame cannery was burned, the warehouse was saved 
by double standard fire doors which the engineering de- 
partment of a large fire insurance company had insisted 
should be installed to close the openings between the 
cannery and warehouse. Although the fire doors were 
warped and twisted by the heat, the fire did not pene- 
trate through the interior. The loss on the cannery, in- 
cluding building and equipment, was about $100,000. 
The warehouse with contents was valued at approxi- 
mately $290,000. The installation of the double fire doors 
covering the two openings referred to cost less than $1,000 
and undoubtedly saved the warehouse and contents 
valued at $290,000. It is significant that the fire doors 
exposed to the cannery blaze were burned through and 
that the inner doors stopped the fire, showing that a 
slight difference in the cost between single and double 
fire doors in this case was an excellent investment. It is a 
safe rule to insist on double standard fire doors when a 
portion of the plant is of “B” or “C” ciass construction 
and exposed by a frame building. 

VAULT DOORS 

Tests have shown that unprotected steel loses approxi- 
mately 70 per cent of its strength at 1000° F., a low tem- 
perature in a fire of even moderate severity. The result is 
that the outer door of the ordinary vault often warps and 
sags, permitting the flames to reach the valuable con- 
tents of the vault. 

The U. S. Geological Survey report on the San Francisco 
fire and earthquake of 1906 contains the following com- 
ment on the facilities then in use for the protection of 
valuable records: 

“To all external appearances, no doubt, the vaults 
looked like secure places in which to keep valuables; as a 
matter of fact, they were the flimsiest kind of shells, not 
capable of resisting any sort of determined attack from 
either fire or burglars. The tenant would have been better 
off without the vault, for in that case he probably would 
have carried his papers to some other point where they 
would have had a better chance to escape the fire.” 

A report of the committee on protection of records of 
the National Fire Protection Association lays down re- 
quirements for vault doors classified for the length of 
time that they are designed to withstand fire and the 
Underwriters Laboratories have been making hundreds 
of scientific tests of the fire-resistive qualities of various 
kinds of materials used in vault construction and all of 
this data may be obtained by any reputable architect 
or builder. 

Fire-resistive construction, automatic sprinklers, in- 
Closure of vertical openings, correction of hazards and 
elimination of combustible materials are vital factors in 
the reduction or removal of internal exposure. 


SPRINKLER EQUIPMENT 
A fire in the A. G. Pollard Company department store at 
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Sr. Cuarues ParisH BurLpinGs 


Howard Street at Eighteenth 


San Francisco 


CLOW 
Gasteam [,quipment 


gives the necessary warmth in 
any one or part of any one of 
these buildings — instantly 


Tue CHurcu 
THe Recrory 
‘Tue Sociat Hau 


THE SCHOOL 


at the lowest possible fuel cost 
—with the least possible effort 
in the quickest possible time. 


PACIFIC GASTEAM CoO. 


571 Mission Street 363 Hobart Street 


San Francisco Oakland 


— O — 


WILLIAMS RADIATOR CO. 


1860-1868 W. Washington Street 
LOS ANGELES 
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Residence of 
MR. HOWARD BRICKELL 
Sea Cliff - San Francisco 


MILLER & PFLUEGER 
Architects 


LA TORRES & KIESEL 


Painters and Decorators 
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For the finer residences leading Architects spect fy 
- PERMA LIGHT FINISHES 


Where quality rather than price is the determining 
factor in decorating interiors, Perma Light finishes are 
the choice of many leading architects. 

Despite their slightly higher cost per gallon, Perma 
Light finishes are more economical because of their 
durability. This fact has been frequently demonstrated. 

Perma Light finishes are made exclusively by H1ll, 
Hubbell & Company, manufacturers of a complete line 
of architectural finishes. 

Architects’ specifications covering each finish 


available. 


IAQULL, HUBBELL & COMPANY 


Manufacturers of 
PAINTS VARNISHES ENAMELS 
BITURINE PROTECTIVE COATINGS 


115 Davis St. 331 W. Eleventh St. P.O. Box 1483 600 E. Lombard St. 
SAN FRANCISCO LOS ANGELES TULSA BALTIMORE 
2412 First Ave. S. 51 First St. 15 Moore St. 1006 Washington Ave. 


SEATTLE PORTLAND NEW YORK CITY HOUSTON 








Lowell, Massachusetts, burned an entire block in the 
heart of the city with a loss of $1,500,000. The chief of 
the fire department declared that the fire would not have 
been so disastrous if the Pollard Company had followed 
his suggestion to equip the store with automatic sprink- 
lers. The State fire marshal of Massachusetts had also 
recommended sprinklers. 


GARAGE SAVED BY SPRINKLERS 


Caused probably by a short circuit in an automobile, 
fire burned a small inclosed car in a garage at Pittsfield, 
Massachusetts, and slightly damaged another car only a 
few feet away. The heat thus generated opened two 
sprinkler heads and extinguished the blaze. Nothing was 
known of the fire until the day-man arrived at seven in 
the morning. On the night of the fire the garage con- 
tained nearly 100 cars valued at about $128,000. The 
garage building is valued at approximately $50,000, 
making a total of $178,000, which undoubtedly was 
saved by the investment of a few thousand dollars in 
sprinkler equipment. 

* * * 

FIFTY YEARS OF FINE CRAFTSMANSHIP 
The town of Santa Clara’s major industry is that of the 
Pacific Manufacturing Company, pioneer manufacturers 
of custom millwork. It is a concern, with its beginnings 
in the late seventies. In all the years since its products 
have been specified by architects and contractors identi- 
fied with some of the outstanding big building projects 
of the Pacific Coast. In recent years the Pacific Manufac- 
turing Co. has supplied the interior millwork for such 
buildings as Palace Hotel, St. Francis Hotel, Del Monte 

Hotel, Telephone Building, Balfour Guthrie Building, 
Southern Pacific Building, Hobart Building, Commercial 
Union Building, Hunter-Dulin Building and others. 

The plant had a rather romantic beginning. Its founder 
was the late J. P. Pierce, one of the original ’49ers, who 
bought out the claims of a distracted prospector. Soon 
after, a harvest of gold was gathered and with a part of 
his profits Mr. Pierce bought an immense forest area in 
the Santa Cruz Mountains, which was subsequently 
developed. 

To profitably use a portion of the timber wealth in his 
holdings, Mr. Pierce, in 1875, established a mill at Santa 
Clara to manufacture windmills and caskets. The busi- 
ness grew rapidly, and a few vears later a department of 
general millwork was added and that has been the main 
business ever since. Pacific Manufacturing Co. products 
have found their way to all parts of the globe. 

The business is still controlled by members of the Pierce 
family. A son of this founder, James H. Pierce, is presi- 
dent. A grandson, J. Lester Pierce, is vice-president and 
general manager. Between 400 and 500 men are employed 
in the Santa Clara plant the year around. 

The most recent addition to the company’s activities is 
the formation of a subsidiary, the Reinhold Partition 
Corporation, which makes and markets the Reinhold 
interchangeable wood and glass office partition. This is 
distinguished by a number of outstanding features, 
among them, conduiting to permit inclosed wiring, 
lacquer finish, and a quality appearance throughout. 
The partition was recently exhibited at the Detroit Con- 
vention of the National Association of Building Owners 
and Managers and there won high recognition. The 
company’s announcements are now appearing in Pacific 
Coast Architect. 

* * * 

The Travertex Stone Company, with offices and factory at 
Carroll and Ingalls streets, San Francisco, is manufactur- 

ing a composition building material made in various 
shades and textures from natural travertin cast to shape 
and recut by hand to imitate stone. 
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When Winter Comes 


—your client will appreciate your 
forethought in specifying the 


Page Gas Furnace 


° 


Five stages of 
heat extraction 
insures maximum 
economy by using 
all the heat. The 
outer casing is of 
heavy galvanized 
iron, 





We shall be glad to supply you 
with full information as to its 
construction and economical 
operation, at no obligation. 
Just send in the coupon 
printed below. 











Manufactured by 


Montague Furnace Co., Inc. 
376-386 Sixth Street - San Francisco 


Northwest Representative: E. J. Hilscher, 
94 Columbia St., Seattle 





MONTAGUE FURNACE CO., INC. 
376-386 Sixth Street, San Francisco, Calif. 


Please call oO 
Gas Furnace. 


Please send literature ["] regarding the Page 


Name 


Street 
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GEORGE KELHAM, ARCHITECT 


HAS JOHNSON HEAT CONTROL 


The greatness of the buildings, the variety of 
buildings, the large numbers in which Johnson 
Heat Control is installed is evidence of its great 
value. Such endorsement, andthe fact that J ohn- 
sonHeat Control saves as much as 40 percent in 


JOHNSON SERVICE COMPANY, 


San Francisco Branch - © - - -4 417 Rialto Bldg. Portland Branch 
Los Angeles Branch - - = - 607 Van Nuys Bldg. Seattle Branch 


v nn? ann * deck GURENEeme came oe 


y Ts e973 Cras the 
a P * ) v4 " , 
= Sits dl ol . < o. a ad = 5 a rs 


fuel, are sufficiently why to consider it for your 
buildings. Get all details now regarding Johnson 
Heat Control: with its Dual Thermostat 
night and day control: and determine thor- 
oughly its possibilities. Sent gladly on request. 


Factory and Main Office, MILWAUKEE, WISCONSIN, U.S.A. 


404 Failing Bldg. Denver Branch 1230 California Str. 
452 Coleman Bldg. Salt Lake City Branch - - - 610 McIntyre Bldg 


PA 
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MONUMENTS THE AGES 




















i Mh She [fospice of 
a. St Bernard and 
<i yi’ | Hollywood Hospital 
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General Contractors 
Meyer & Holler 
Los Angeles 


wo centuries ago St. Bernard of Menthon established the 
Alpine hospice that bears his name. And in these nine hun- 
dred years the fame of the heroic rescues by the Augustine canons 
of St. Bernard and their dogs has spread to the four corners of 
Elevator Entrances the earth. 

by Dahlstrom The beautiful new Hollywood Hospital has a similar mission 
of mercy—the rescue of the injured, the relief of the suffering, the 
aid of the distressed. 

In keeping with the high character of the appointments of the 
new Hollywood Hospital, the elevator units are Dahlstrom. ‘To 
rich dignity of appearance, metal equipment by Dahlstrom adds 
the sterling quality that insures dependable and lasting service. 


DAHLSTROM METALLIC Door Co. 


INCORPORATED 1904 
JaMestown, New York 
Representatives in principal cities 


PACIFIC COAST REPRESENTATIVES 


McCroken & Ripley G. R. Brandin Manufacturers E. H. Camp 
61-67 Albina Ave. Transportation Bldg. Specialties Co. 515 Bell Street 
Portland, Ore. Los Angeles, Calif. Boston Building Seattle, Wash. 


Salt Lake City, Utah 
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Mueller 
tory Trap, G- 


ARCHITECT ® 


Lava- 


7180; inlet bend 
is ll- 4° uge 


tubing. 


xposed 


parts finished in 
either nickel- or 
chromium plate, 


as specihed. 


Now! A seamless trap 


with 11-gauge inlet bend! 


Because the inlet bend on this sturdy trap is 
made of 11-gauge brass, it is stronger than any 
other trap on the market. The inlet bend is as 
strong as one of cast brass — without the faults 
of the latter. There is no rough interior to catch 
lavatory accumulations which sometimes clog 
the drain. 

The inlet bend, of 11-gauge tubing, is twice as 
thick as that of 17-gauge. Moreover, on the 
Mueller inlet bend the threads are cut to full 
depth, assuring a non-leaking joint connection. 
This is impossible on 17-gauge tubing, which 
necessitates sweating on or otherwise attaching 
an expensive collar. The Mueller Trap is per- 
manently satisfactory. 


Learn now about Mueller. 


There are other features of the Mueller G-7180 
equally important: There is not a seam in the 
entire trap, nor is any solder used. This means 
that the trap resists corrosion — there being no 
seams for such action to start. 

Bends in the Mueller Trap are stronger due to 
a specific process of bending. Special construc- 
tion gives this trap a deeper water seal. A 
heavier flange, less likely to become dented and 
disfigured. 

All of these features combine to make the 
Mueller Lavatory Trap an outstanding value. 
It promises to give the most desirable service 
on any job and is sure to win the approval of 
owner and tenant. 


For seventy years this famous 


company has made the finest plumbing goods. We will send 
a complete catalog upon request 
MUELLER CO. (Established 1857) DECATUR, ILL. 


San Francisco: 1072-76 Howard Street 
Los Angeles: 2468 Hunter Street 


Factory: Decatur, Illinois. 


Canadian Factory: MUELLER, Limited, Sarnia 


MUELLER 













NEW FIELD IN WOOD UTILIZATION 
What promises to open up a new field in wood utilization 
is the end-matching system applied to softwood, accord- 
ing to a report just issued by the National Committee on 
Wood Utilization of the Department of Commerce. 

Heretofore the end-matching principle, which means 
providing one end of a piece of lumber with a tongue and 
the other end with a groove, has only been applied to 
hardwood flooring. The committee now advocates the 
extension of this system to a number of softwood items, 
particularly for covering purposes, and inasmuch as we 
are using six times more softwood than hardwood, it can 
easily be seen that this innovation in lumber utilization 
will be of the greatest importance. 

In the report sponsored by a special subcommittee or- 
ganized for the purpose of investigating the uses of end- 
matched lumber and composed of leading architects, 
engineers, builders and lumbermen it is stated that end- 
matched softwood lumber will find its greatest applica- 
tion in building and construction for such purposes as 
flooring, sheathing, ceiling, siding, etc., but there are 
also many industrial outlets such as elevator construc- 
tion, conveyors, car construction, large packing boxes, 
and a number of other purposes where a smooth joined 
surface is needed. The use of end-matched lumber repre- 
sents a considerable economy to the consumer because it 
can be installed by anyone who can wield a hammer. 
It permits one hundred per cent utilization of the lumber 
because it is applied just like a ribbon cut off at the end, 
and the cut-off part used in starting the next tier. The 
consumer is also independent of length specifications, 
since any length from 1 or 2 feet and up can be used. The 
material has sufficient strength to permit the joints to 
occur between studs or supports for all ordinary pur- 
poses. End-matched lumber therefore enables utilization 
of short lengths (stock less than 8 feet) which heretofore 
has been considered as nonsalable in most instances. 
According to Mr. Axel H. Oxholm, director of the com- 
mittee, this is the second project of a series which has for 
its object a closer utilization of our timber resources. 
It is obvious thatacontinued liberal supply of wood, now 
used as the principal raw material by more than forty 
per cent of the American industries, is dependent on the 
closest possible utilization because reforestation on a 
commercial scale will never be an economic success un- 
less the mills can produce and market a sufficient quantity 
of forest products from each tree to make investment in 
reforestation profitable. The end-matching of lumber is 
therefore a considerable step in the direction of a greater 
utilization of timber, a matter which is truly of national 
importance. 

The National Committee on Wood Utilization was or- 
ganized by order of President Coolidge, and has for its 
chairman Secretary Hoover. 






PAINTING 


on all wood trim and fixtures, walls and ceilings, 
ornamental ironwork, on the 


PASADENA PUBLIC LIBRARY 


(MYRON HUNT, ARCHITECT ) 
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E-A-LINDGREEN 


Painting Contractor 




























2607 DAYTON AVE. TELEPHONE DU 9086 


LOS ANGELES 
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HOYT wit HEATER 


for Every Purpose 


automatic 
heaters 


HERE a 
members 


of Hoyt Hot-Water Heaters — 
four sizes of automatic heaters, 
both wall and floor types in two 
finishes — and two series of stor- 
age heaters in various sizes, both 


gas 


No matter what your 


require 


ence — there’s a Hoyt 
that exactly meets your 
need. Specify HO Y T 
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models 
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storage 
heaters 
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and be safe. 
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WATER ~ HEATER 


HOYT HE 


2146 E. 25th 
1277 Mission St 


SAN FRANCISCO 
121 Broadway 


SAN DIEGO 


Show Rooms in the Principal 
Pacific Coast Cities. 


ATER COMPANY 


Street, LOS ANGELES 
reet 4401 E. 10th Street 
OAKLAND 
188 Fourth St. 
PORTLAND, ORE. 





@PACIFIC COAST ARCHITECT ® 


FINANCIAL CENTER BUILDING 
Frederick H. Meyer, Architect MacDonald & Kahn, Builders Reed & Reed, Masons 


Interior Partitions Built With 


EMPIRE GYPSUM TILE 


Tests show: 
Gypsum Tile 60% more effective in 3. Gypsum Tile 35% lighter in 
reducing sound transmission. weight. 


Gypsum Tile the ONLY partition tile 4. Large units insure rapid and eco- 
tested and approved by the National nomical construction. Less mortar 
Board of Fire Underwriters. and plaster required. 


Manufactured by 
PACIFIC PORTLAND CEMENT COMPANY 
LOS ANGELES SAN FRANCISCO PORTLAND 


Golden Gate and Old Mission § | AAs Empire Hardwall Plasters 
Portland Cements \s ee Empire Insulex 
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This High School at Shaker Heights, Ohio, is most efficiently 


heated by four Johnson Rotary Oil Burners Ol | B ( } RNERS 


HEN YOU specify or recommend an oil 
burner, you want to be sure you are right. 
That’s where our experience of twenty-two 
years in the exclusive manufacture of oil burners 
comes in handy for you. 


That experience spells dependability. You can 
rely on Johnson performance. There are more 
than 30,000 Johnson Oil Burners in use in homes, 
schools, hotels, hospitals, office buildings, apart- 
ment houses and industrial institutions through- 
out the United States and in foreign countries. 


eats ” Many of these installed years ago continue to 
The four Johnson Oil Burners at work in Shaker Heights give satisfactory service — because Johnson Oil 


High School. Installation by Corporation Sales Company, ‘ 2 2 
choo er ee Burners are built to endure. 


If you are interested in planning small, modern 
dwellingsand bungalows, writeat once for special 
information concerning the Johnson Cub, Full 
Automatic Type-B Rotary Oil Burner. 


This is the latest creation of the Johnson engin- 
eering staff. An oil burner of simplified construc- 
tion, with full automatic control—especially de- 
signed for homes of from five to twelve rooms. 
Ask for Bulletin No. 32. 


Johnson Rotary Oil Burners 


Approved by Underwriters’ Laboratories, the New York Board of 
Standards and Appeals and Fire Prevention Bureaus 
of principal cities 


S. T. JOHNSON CO. 
—— OIL BURNERS 


Main Office and Factory, 942b Arlington Avenue, Oakland, Calif. 


—— } , Factory Branch Offices : plentbenees and Posies 
The beautiful Park Lan 1 San Francisco, Sacramento throughout the United States 
-ane Apartments at Jacksonville, Fla., awe) * ‘ : ton C cn 
heated by two Johnson Oil Burners. Installation by the Philadelphia and in Foreign Countries 


Autom: os es lle > ° ° 
3927 Omatic Heat Corporation, Jacksonville, Fla. Exclusive Manufacturers of Oil Burners for 22 Years 
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. Logan School, Los Angeles ae 


Rolland H. Holbrook, Architect _—me 
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Your Client’s Confidence in You 1s 


Underwritten by this Guarantee 


HEN your client approves your specifica- 
tions of an El Rey Guaranteed Roof it is 
an expression of his confidence in your judgment. 


And the Los Angeles Paper Manufacturing Com- 
pany, one of the oldest and largest roofing con- 
cerns in the west, underwrites that confidence! In 
effect, by our guarantee, we certify to your client 
that the roof will give a quality of service that 


completely justifies your selection. 


Both the El Rey 10-year and the El Rey 20-year 
Guaranteed Roofs are made of the finest grade 
of El Rey roofiing. They are installed under the 
direction of our representatives according to stand- 
ard specifications ...thus relieving you of all detail. 
A copy of the specifications, with full particulars, will be 
promptly sent upon request. And we are glad to furnish in- 


formation respecting any item in the El Rey line, which in- 


cludes every type of asphalt roofing. 








LOS ANGELES PAPER MFG. CO. 


1633 No. San Pablo Street LOS ANGELES Telephone cANgelus 5236 












CITY BUILDING IN THE NEW BUSINESS ERA* 
City planning and building is rapidly erasing the imagi- 
nary corporate boundaries. The region, whether it be for 
a few miles around each small community or 50 or 60 
miles around a metropolitan city, is now the unit for 
planning instead of the city itself. 


Almost overnight have sprung up a number of regional 
planning bodies which are solving many of the planning 
problems in the great metropolitan centers throughout 
the United States. In the region of Chicago a difterent 
science from the usual city planning scheme is being 
evolved and in two years has operated most successfully. 


Here the regional planners have forecast, first, the ex- 
pected population in all parts of the region as far ahead 
as 1950; next, they have brought together the Federal, 
State, county, city and village highway authorities to 
perfect a master highway and street plan which is being 
designed scientifically to care for the expected population. 

Discovering that the amount of business property in use 
is directly in proportion to the population, the standard 
of fifty front a of business property per 100 people has 
been adopted by subdividers and by zoning authorities to 
prevent the excess platting of retail business property and 
to keep it in relation to the expected population. 

Park areas are being located and playground areas de- 
signed in the right location for the expected population. 
These general facts have been assembled by the Regional 
Planning Association and are being made available to 
every community as they fit their individual plans to- 
gether into a master regional plan. 

*From an address by Robert Kingery, secretary and assistant treasurer, 
Chicago Regional Planning Association, at Fifteenth Annual Meeting, 
Chamber of Commerce of the United States, Washington, D. C. 


ROVINCIAL FURNITURE when it fulfills the 
requirements of fitness may be harmoniously used 
with our own Colonial or early American. ( It con- 
duces to an atmosphere of real comfort and 
the charm inspired by simplicity. 
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~~ 
FLUSH VALVES 


Need No Regulation 
WATROUS 
FLUSH 
VALVE 


SED with any make 

of closet bowl, the 
Watrous flush valve de- 
livers the exact quantity 
of water required for a 
thorough flush by that 
make of bowl. By turn- 
ing a screw, the valve is adjusted to supply the 
precise amount needed—and no more. 
This feature, important both for sanitation and 
economy, should not be confused with regulation 
for varying water-pressure. The Watrous valve 
requires no regulation for pressure conditions. 
The design of the Watrous Duojet closet elimi- 
nates clogging. Also, as it is very economical with 
water, it takes full advantage of the water-saving 
features of the Watrous flush valve. 


WRITE FOR DETAILS 


Wn. P. Horn Co., 237 Rialto Bldg., San Francisco 
L. C. Coombs, 1815 Rodney Drive, Los Angeles 
Wm. P. Horn Co., L. C. Smith Building, Seattle 


Pacific Coast Representatives of 


THE IMPERIAL BRASS MEG. CO. 


1220 West Harrison Street CHICAGO 


Watrous Flush Valves—Duojet Closets—Self-Closing 
Basin Cocks—Combination Lavatory Fixtures— 
Pop-Up Wastes—Liquid Soap Fixtures—Etc. 


Sold by Leading Plumbing Jobbers Throughout the United States. 





Circulating system to patio fountain, copper 
gutters and leaders and all outside copper 
metal work for the new 


PASADENA PUBLIC LIBRARY 


Installed by 


FOsS-JONES co. 


Manufacturers of 


Glee-Wood Gas Furnaces 


SHEET METAL - VENTILATION - PLUMBING 
STEAM AND HOT WATER HEATING 


28 EAST UNION STREET 
Phone Terrace 7087 


PASADENA, CALIF. 


Wilkinson-Scott Company 


176 EAST UNION STREET, PASADENA 


Designers and manufacturers of high-grade lighting fixtur: 
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Responsible for many attractive special fixtures 


in the nex 


PASADENA PUBLIC LIBRARY 


as well as all standard lighting equipment 
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Plan to enjoy Southern California’s 
glorious summer climate this year at 
this world-famous hotel. 
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CARL VAN VECHTEN 


Famous Author, writing in VANITY FAIR says: 


“The Ambassador 13, I shouta think, one of the very bef? bores 
mm the woria. The service 1s supertatrve, the food asvine, 
the courtesy of management ana employees unfasling.” 
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omen like In the wide range of its attractions. the 


Ambassador likewise excels Superb. 
27-acre park, with miniature golt course 


e 3 and open-air plunge. Riding, hunting 
| and all sports, including privileges of 
Us U C en Fa or Rancho Golf Club Motion picture 


theater: and 25 smart shops within the 
hotel Dancing nightly to the music of 
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W: have published the picture of ae aa ae ~— “tia 
the kitchen shown above many vA ee : ll 
times. You would be surprised to know > ) iw as $5. $6 and $7 a day single, 
the number of people who tear out the Y (oo from $7.00 double. 

print and bring it to one of our dealers. Lp - WRITE tor Qnefs Booklet of 
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“I'd like a kitchen just like this,” 
ever so many women have said. And 
architects and builders have frequently 
ordered an exact duplication, too. 





Why is this kitchen so popular? 


Mainly because it is pretty and a 
practical place in which to work. Easy 
to keep clean—generous in storage and 
table space. 


And it is a typical Peerless kitchen. 
Every case in it is a Peerless unit. 





You can furnish any kitchen with 
these well-built, pleasingly designed 
Peerless units. There are more than 
80 of them in varying sizes. 


If you have a kitchen to build, con- 
sult a Peerless catalog and a Peerless 
salesman. We'll mail you a catalog on 
request. If you don’t know the name 
of your local Peerless dealer—there’s 
one in every city in the West—drop us 
a card. 


BUILT-IN FIXTURE CO. 
2608 San Pablo Avenue 
Berkeley, California 


PEERLESS 


“Built-in Furniture, 

















Ornamental Grilled Gates to Dining Room, Enlarged Clift Hotel, San 
Francisco. Schultze & Weaver, Architects. 





Ornamental iron and bronze executed by us in faith- 
ful reproduction of the architect’s conception. 


FEDERAL ORNAMENTAL IRON & 
BRONZE COMPANY 


SIXTEENTH STREET AND SAN BRUNO AVE. - SAN FRANCISCO, CALIF. 
TELEPHONE HEMIOCK 4180 








